^DAUC* Accessories/Components 28 145 
U KKJ n t Duralife metal hose 


Description 

79" heavy duty metal hand shower hose 


Code Compliance 



• ASME/ANSI A112.18.M 

Finish Options 

28 145 OOO Chrome 
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